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Disclosure to Promote the Right To Information 

Whereas the Parliament of India has set out to provide a practical regime of right to 
information for citizens to secure access to information under the control of public authorities, 
in order to promote transparency and accountability in the working of every public authority, 
and whereas the attached publication of the Bureau of Indian Standards is of particular interest 
to the public, particularly disadvantaged communities and those engaged in the pursuit of 
education and knowledge, the attached public safety standard is made available to promote the 
timely dissemination of this information in an accurate manner to the public. 
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AMENDMENT NO. 1 SEPTEMBER 1994 

TO 

IS 12916 : 1990 ACEPHATE SP — SPECIFICATION 

{Page 2, clause €A ) — Substitute the following for the existing: 

'When freshly manufactured material in bulk quantity is offered for inspection, 
rep re^^enta live samples of the material shaU be drawn and tested as prescribed in 
is 10627 : 19S3 within 90 days of iis manufacture. When the material is offered 
for inspection after 90 days of its manufacture, sampling sbalJ be done as 
prescribed in IS 10627 : 1983. However, the criteria for conformity of the 
materia] when tested, shall be the limits of toleiances^ as applicable over the 
declared nomina] value and given undei clause 33,1 of the standard.* 
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FOREWORD 

This Indian Standard vas iidopted by ihe Bureau of Indian Standards on 25 January 1990, after 
the draft finalized by the Pesticides Sectional Commit lee had been approved by the Food and 
Agriculture Division CounciK 

Acephate SP is an inseciicide generaffy manufactured to contain 75 percent (mm) ofaccphate 

In the pieparaiion of this stcindaid, due conMderation has been given to the provisions of the 
Jnsedktiies Aci^ J9^S and Rules framed thereunder. However, this standard is subject to the 
restrictions imposed under these wherever applicable. 

For the purpose of deciding whether a particular requirement of this standard is complied with, 
the final value, observed or calculated, expressing the result of a test or analysis, shall be rounded 
off in accordance with IS 2 : I960 *Rules for rounding off numerical values {rcvisedy. The 
number of significant places retained in (he rounded off value should be the same as that of the 
specified value in this standard 
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1 SCOPE 

l^l This standard prescribes the requirements 
and methods of i&mpling and te»t for 
acephate SP. 

2 B£r£R£NC£ff 

2*1 The foUowing Indian Standards are 
nece&sary adjuncts to this standard: 

ISJ^o. TitU 

1070 i 1977 Specification for water for 

^ner^l laboratory use ( second 
rcpiseon ) 

8190 Requirements for packing of 

(Part I ) : 1988 pesticides. Part 1 Solid pestici- 
des ( second revision ) 

10627: 1983 Methods for sampling of 

pesticidal formulations 

12915: 1990 Acephate, ta:hnical— Speci- 

fication. 

3 R^QUmEMENTS 

The oaattfrial shail be in the form of a homo- 
geneous powder, devoid of any lumpa. 

3.2 Acephate technical employed in the for- 
mulatioD of thi» material shall conform to IS 
iS9l5 : 1990. 

3.3 The material shall abo comply with the 
reqmreni«nU given in Table K 



33*1 Aftphate Content 

When determined by the method prescribed in 
Annex A of IS 12915: 1990, the observed 
acephate content percent ( m/jn ) of any of the 
samples shflij not differ from the declared 
nominal value by more than ibe tolerance Ifmits 
as follows: 



jyoTfliftal Value^ 
Percent 

Up to 9 



Above 9 and below 50 
50 and above 



ToUrana Limiud, 
Perceni 

+ 10 

±5 

4-5 
"3 



3.3*1.1 The actual value of acephate content in 
the material shall be calculated to second 
decimal plac« and then rounded off to the first 
decimal place before applying the roletancefl 
given in S<3pl. 

3.3.1.2 Th« average content of all tbe samples 
taken shall not be le^ than the declared nominal 
content. 

4 PACKING 

4.1 The material jhall be packed in tinplate 
con^-ainers ivirb pojyetliyiane liners of thickaets^ 
not le3s than 0*062 mm. The generel packing 
requirements as given in IS 8190 ( Part 1 ) r 1988 
shall also be applicable. 
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i) AcephaM content, percent 
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li) Acidity ( u H1SO4 ), perc«ni 

by majf, Mdx 
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5 MARKING 

5.1 The container shall bear legibly and indeli- 
bly the following information and any other 
tnfarmatioD a» is necessary under the InucUctda 
Ac(^ 1968 and Rules framed thereuiJder: 

a) Name of che materjal; 

b) Indication of (be source of manufacture; 

n 

c) Date of manufa^cture and date of expiry^ 

d) Batch number; 

e) Aceph^e content, percent ( m/m); 

f ) Net mass of contents; and 

g) Cautionary notice a« worded in Irutctkides 
Actf 1963 and Rules framed thercundet. 
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6.1 Representative samples of che material shall 
be drawn as prescribed in IS 10527 : 1983. 

7 TESTS 

7.1 Tests shall be carried out by the appropriate 
methods referred to in 3^1 and col 4 and 5 
of Table I. 

7^ Q^lty »f Reaseata 

Unless apeci^ed other wise> pure chemicals and 
distilJed water ( stt IS 1070:1977) shall be 
employed in the tesu. 

NOTE — 'Pure chemic^b* »h»U m«ui chemiuk th*t 
do not coitt^in impuritie* which alfect the rcsulti of 

analyiij. 



of IsdlftD SUKdardi 

BIS is a statutory institution established under the sthau of Indian Standards Act, 1^86 to 
promote hannoniout developmeat of the activities of standardization, marking and quality 
certification of goods and attending to connected matters in the country. 

Copfrigbt 

BIS has a copyright of all its publications. No part of these publications may be reproduced in 
»ny form without the prior pennission in writing of BIS. This does not preclude the free use, in 
the course of implementing the standard, of necessary details* such as symbols and sizes, type or 
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Itevtew of Indian Standards 

Amendments are issued to standards as the need arises on the basis of comments. Standards are 
also reviewed periodically; a standard along with amendments is reaffirmed when such a review 
indicates that no changes are needed; if the review indicates that changes are needed, it is taken 
up for revision. Users of Indian Standards should ascertain that they are jn posiiessioa of the 
latest amendments or edition by referring to the latest issue of *BTS Handbook' and 'Standards 
Monthly Addition*' 

This Indian Scandard has been developed from Doc : No. FAD 1 ( 4093 ) 
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